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=> REGULATORY UPDATE © 


The Environmental Protection Agency (EPA) has 
updated 40 CFR 112, Oil Pollution Prevention effective 
August 16, 2002. The new Rule gives facilities that are 
required to have a Spill Prevention Control and 
Countermeasures (SPCC) Plan six months to update 
their plan and one year to fully implement the plan. 


Some of the changes to the Rule are listed below, the 
complete text of 40 CFR 112 can be found at 
www.epa.gov/oilspill. 


Language Clarifications 


The word “must” is used in place of should or shall 
throughout the new Rule. 


New Exemptions 


Facilities with oil stored solely in completely buried 
tanks (112.1(d)(4)). 


Facilities used exclusively for wastewater treatment 


(112.1(d)(6)). 


Continued on page 2 


BUILDING AND THE ENVIRONMENT: 
THEIMPACTS 


To continue with the articles on the impacts of building 
to the environment, in this issue some facts about 
energy use and consumption will be presented. 


How much energy do we consume in the United 
States? 


Energy consumption in the U.S. for the year 2000 
was 98.8 quads (1 quad — 10 *° BTU) 
How much energy do we import? 
Total energy imports in 2000 were 28.5 quads 
We import 57% of the petroleum products supplied 


Continued on page 2 





CEREAL BOXES 
FROM PAPER 


Hanscom Field started a mixed paper and cardboard 
recycling program in July after a long search for a 
vendor that has a program that is user friendly and 
cost effective. Working with the Town of Concord, 
Massport was put in touch with North Shore 
Recycled Fibers. North Shore recycles all mixed 
paper and cardboard together resulting in a fiberboard 
product that is used to make cardboard boxes for 
products such as cereal. 


The Town of Concord supplied 60 deskside recycle 
containers at no cost and the Environmental 
Management Unit provided an additional 24 
containers which were distributed to tenants. An 
eight cubic yard dumpster was placed in a central 
location and two pick ups per month at a cost of $25 
each were scheduled. 


Interest and participation in the program has 
exceeded expectations and starting September io 
pickups will be weekly and a second dumpster will 
be added for the Civil Air Terminal. There has 
already been a noticeable reduction in the amount of 
waste deposited in the trash dumpster. Because of 
the amount of material being recycled Massport plans 
to reduce the number of trash pick ups. The cost 
savings from the trash pickup are greater than the 
expenses to run the recycling program. Massport is 
currently negotiating with North Shore to pick up the 
recycled materials at no cost due to the increased 
quantity. The program has been a win/win for both 
the environment and the budget. 


Hanscom Heavy Equipment Operator, John Gordon, 
is commended for his contribution in getting the Civil 
Terminal tenants actively involved. Although 
reluctant initially, John is now the recycling advocate 
in the building. He is constantly working with the 
tenants to ensure that paper and cardboard is not 
going into the regular trash. 


Regulatory Update 
Continued from page 1 
Threshold Revisions 


The threshold for above- 
ground storage has _ been 
raised by eliminating the 
provision that triggers the 
requirement to prepare and 
implement an SPCC Plan if a 
single container has a 
capacity of 660 gallons or 
more (112.1(d)(2)(11)). 


Containers with a_ storage 
capacity less than 55 gallons 
are exempt from SPCC 
requirements (112.1(d)(5)). 


New Requirements 


Prior to signing the SPCC 
Plan a Professional Engineer 
must take into consideration 
applicable industry standards 
and certify that the SPCC 
Plan is prepared in 
accordance with 40 CFR 112 
(112.3(d)). 


Notification to the Regional 
Administrator of the 
Environmental Protection 
Agency is required if two 
discharges of more than 42 
gallons occur in any 12- 
month period (112.4(a)). 


SPCC Plans must be 
reviewed every 5_ years 
(112.5(b)). A Professional 
Engineer must certify only 
technical amendments to the 
plan (112.5(c)). 


Training is required annually 
for oil-handling employees 


(112.7(f)). 


Integrity test aboveground 
containers on a_ regular 
schedule and when material 
repairs are being done 
(112.8(c)(6)). 


EnviroQuestion 


What groups are most at risk when 


ozone levels are qualified as 
unhealthy? 


Answer in the next tissue. 


Quarter 2 Question: What should 
you do with your spent Lithium Ion 
Batteries (used for laptop 
computers and cellular phones)? 


Answer: Recycle them 





Building 


Continued from page 1 


How much energy do buildings 
in the U.S. consume? 


Residential and commercial 
buildings for the year 2000: 
36.4% of the total US. 
primary energy consumption 
The rest is used by 
industry (36.5%) and 
transportation (27%) 


To what degree do buildings 
contribute to global warming? 


Percentage of U.S. CQ» 
emissions associated with 
residential and commercial 
sector energy consumption in 
1999 was 36% 

Percentage of total USS. 
greenhouse gas emissions 
associated with residential 
and commercial sector 
consumption 1999 was 30% 


Taken from Environmental Building News, 
May 2001. 


CHECK IT OUT 


Massport’s Environmental 
Management Unit has added 
several Environmental Standard 
Operating Procedures to the web 
page. Go to www.massport.com 
and Environmental Management 
under Quick Jump. The SOPs 
provide guidance for managing 
environmental programs. 
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The Environment 
and You 
Top 10 Things You Can Do 
to Prevent 


Global 
W arming 





1. Purchase a fuel-efficient car 
(rated at 32 mpg or more) to 
replace your most 
frequently used automobile. 


2. Insulate your home, tune up 
your furnace, and install en- 
ergy-efficient showerheads. 


3. Leave your car at home two 
days a week (walk, bike, or 
take the bus or T to work). 


4. Recycle all of your home’s 
waste newsprint, cardboard, 
glass and metal. 


9. Install a solar thermal sys- 
tem to help provide your hot 
water. 


6. Replace your current wash- 
ing machine with a low-en- 
ergy, low-water use 
machine. 


7. Buy food and other products 
with reusable or recyclable 
packaging, instead of those 
with nonrecyclable 
packaging. 


8. Replace your home’s 
refrigerator with a_ high- 
efficiency model. 


9. Use a push mower instead 
of a power mower. 


10.Plant a couple of additional 
trees around your home. 


If you do all of the items listed 
above the TOTAL CQ» 
emissions reductions would be 
more than 11,000 pounds per 
year. 


Taken from EPA Region I web page. 


